To:  Chavez,  Luke[Chavez. Luke@epa.gov] 

Cc:  Woodyard,  Josh[Woodyard. Joshua@epa.gov];  Eoc,  Epahq[Eoc. Epahq@epa.gov];  Rothery, 

Deirdre[Rothery. Deirdre@epa.gov];  Guria,  Peter[Guria. Peter@epa.gov];  Foster, 
Althea[Foster.Althea@epa.gov];  Ruhi,  Christopher[Ruhl. Christopher@epa.gov];  Crossland, 
RonniefCrossland. Ronnie@epa.gov];  Alien,  HarryL[Allen. HarryL@epa.gov];  Williams, 

Laura[williams.  Iaura@epa.gov] 

From:  Cristiano,  Gina 

Sent:  Tue  8/1 1/2015  8:21 :18  PM 

Subject:  Re:  ICS  207's  for  Gold  King  Mine  Release  Response 

Hello  again-regions  6 and  9,  if  you  could  send/coord  any  comments  with  Laura  Williams  that'd 
be  great.  Thanks  much! 

Sent  from  my  iPhone 

On  Aug  11,  2015,  at  1 :56  PM,  Cristiano,  Gina  <Cristiano.Gina@epa.gov>  wrote: 


Thanks  Luke. 

R6  and  9-not  sure  if  folks  in  the  field  have  weighed  in.  Please  share  within  your  region  and 
let  us  know  if  you  have  comments/changes. 

Sent  from  my  iPhone 

On  Aug  11,  2015,  at  1:49  PM,  Chavez,  Luke  <Ch.avez.Luke@epa.gov>  wrote: 


Attached  are  the  latest  ICS  207’s.  One  is  for  the  Reg  8 ICP  in  Durango  and  the  second 
is  for  the  Area  Command  (very  DRAFT). 


Luke 


Luke  I).  Chavez 

Environmental  Engineer/Exercise  Coordinator,  MEP 
Emergency  Response  and  Preparedness 
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